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RAINFALL at the Director’s house, Botanic Gardens, Singapore 
during the first half of the year 1919, in inches. 

Readings taken always at 8 a- m. and credited to the 


date in which the twenty-four hours begin. 


Date. 

Jan. 

Feb. 

March. 

| April. 

May. 

i 

June. 

1 

trace. 

.12 

nil. 

nil. 

.04 

.O'A 

2 

.09 

nil. 

.09 

.14 

nil. 

.44 

3 

3.9 9 

nil. 

1.42 

.60 

, .23 

.99 

4 

.06 

trace. 

1.04 

.06 

trace. 

! .24 

5 

M7 

nil 

.22 

1 .23 

nil. 

! .02 

6 

.29 

nil. 

trace 

nil 

nil. 

.02 

7 

,09 

.13 

ti ace 

nil. 

.35 

i trace. 

8 

.18 

1 04 ' 

2.08 

.18 

.44 

.49 

9 

05 

.07 

.09 

.06 

1.68 

.01 

10 

.09 

nil. 

.40 

.29 

trace- 

nil. 

11 

2.06 

nil. 

.02 

1.15 

.32 

.02 

12 

1.46 

nil. 

trace. 

1 03 

,01 

nil. 

13 

.29 

.21 

nil. 

nil. 

.01 

.81 

14 

nil. 

nil. 

nil. 

nil, 

nil. 

.01 

15 | 

nil. 

.72 

.02 

.03 

.02 

.01 

16 

nil. 

.27 

.26 

.02 

nil. 

nil. 

17 

.01 

nil. 

nil. 

.02 

.01 

trace 

18 

.19 

nil. 

nil. 

.12 

.52 

nil. 

19 

.03 

.16 

nil. 

.55 

1.09 

nil. 

20 

1.21 

.33 

trace 

1 .03 

.03 

trace. 

21 

.10 

nil. 

20 

.17 

nil. 

nil. 

22 

.01 

.63 

.02 

.77 

.15 

nil. 

23 

.36 

.59 

trace. 

.04 

.50 

trace. 

24 

.41 

.02 

.96 

nil. 

.15 

.16 

25 

trace. 

nil. 

.26 

nil. 

1.24 

nil. 

26 

1.16 

.34 

.04 

1.47 

,03 

trace. 

27 

.74 

.03 

trace. 

.33 

| .01 

.54 

28 

.78 

.08 

1.26 

nil. 

1 ,13 ' 

.04 

29 

trace. 


,96 1 

trace. 

.48 

trace. 

30 

.67 


nil. 

.03 

03 

.01 

31 

.83 

--1. 


.58 


nil. 



15.32 

4,74 

9.92 

7.32 

8.47 

4.33 
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RAINFALL at the Director’s house, Botanic Gardens Singapore 
during the second half of the year 1919, in inches, 
Readings taken always at 8 a.m. and credited to the 
date in which the twenty-four hours begin. 


1 

Date. 

July. 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

1 

.01 

2.0L 

trace. 

.02 

.40 

.01 

2 

nil. 

.50 

.13 

.45 i 

trace. 

.26 

3 

nil. 

.01 

nil. 

.35 

.65 

.29 

4 

nil. 

nil. 

.43 

.45 

.27 

.03 

5 

.04 

nil. 

trace. 

.60 

.14 

nil. 

6 

trace. 

nil. 

nil. 

.20 

trace. 

nil. 

7 

.02 

nil. 

nil. 

1.00 

.10 

1.20 

8 

.12 

.04 

nil. 

.36 

1.35 

.67 

9 

2.20 

nil. 

nil. 

1.35 

.24 

.26 

10 

.01 

trace. 

nil. 

.11 

trace. 

nil. 

11 

.02 

.36 

.18 

1.67 

.25 

.86 

12 

.01 

trace. 

.02 

trace. 

nil. 

.28 

13 

.02 

.05 

trace. 

nil. 

.95 

.19 

14 

.42 

nil. 

trace. 

nil. 

trace. 

trace. 

15 

.02 

nil. 

.03 

nil. 

.47 

.19 

16 

.01 

2 38 

nil. 

nil. 

trace. 

.02 

17 

trace. 

nil. 

nil. 

trace. 

trace. 

nil. 

18 

.15 1 

trace. 

nil. 

nil. 

.06 

trace. 

19 

.38 1 

.03 

nil. 

1.40 

nil. 

.30 

20 

.21 

nil. 

trace. 

.01 

.18 

.33 

21 

2.05 

.06 

.05 

.01 

.77 

trace. 

22 

.15 ! 

nil. 

.86 

.07 

.06 

1.63 

23 

2.07 

.90 

trace. 

trace. 

trace. 

1.25 

24 

.21 

nil. 

.02 

nil. 

.05 

.39 

25 

nil. 

nil. 

2.70 

.20 

.02 

.15 

26 

nil. 

, nil. 

.J 5 

nil 

.43 

.02 

27 

nil. 

.08 

nil. 

.85 

.01 

.01 

28 

nil. 

1 .05 

.07 

.04 

nil. 

.08 

29 

nil. 

nil. 

.09 

trace. 

.73 

.18 

30 

nil. 

nil. 

.09 

trace. 

.62 

.02 

31 

nil. 

.15 

1 

1 80 

.01 

.13 

! 8.12 

6 62 

4.82 

10.94 

7.76 

8.75 














1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 


213 


at the head of the Waterfall Gardens, Penang durin 
the first half of the year 2 919, in inohes. 


Reading taken at 8 a.m. and credited to the date in which 
the twenty-four hours begin. Data kindly supplied 
by the Municipal Commissioners of George Town, 
Penang. 


Jan 


08 


20 

86 

03 

04 


24 


25 

55 

07 

42 

22 


Feb. 

Mar. 

... 



.09 


.13 ! 

j .53 

i 


1.28 

.14 


1 

.06 

1.16 

1 


1.85 

• • • i 

.31 

... 

.07 


1.13 

... 

.83 


.05 


.03 

... 

1.77 

... 

.05 

... 

1.05 

j 3.68 

6.85 


Apr. 

May. 

June. 

... 

.25 


.95 

.42 

1.30 

.66 

1.85 

.12 


19 


bo 

Gt 

... 


.25 | 

... 


.05 

.05 



.30 



| 1 84 


.30 

.03 


1.75 

.34 

.18- 

... 

| .26 

... 

.03 

.22 

... 

.07 

.03 


.61 

j .25 


.03 



.17 



.32 

.19 

.33 

.03 

1 .17 

.18 

1.85 

.62 


.55 

.08 


.03 

.61 

.37 


.88 

1.20 

.05 

1.95 

.27 


.83 | 

.12 


.09 , 


1.78 



10.33 

11.45 

4.07 


2.96 
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RAINFALL at the head of the Waterfall Gardens, Penang during 
the second half of the year 1919, in inches. 

Beading taken at 8 a.m. and credited to the date in which 
the twenty-four hours begin. Data kindly supplied 
by the Municipal Commissioners of George Town, 
Penang. 


Date. 

July. 

Aug. 

~'"j 

Sept. 

Oct. 

Nov. 

Dec. 

1 




oo 

GO 

.04 

.03 

2 

.08 

.50 

.10 

1.10 

.22 

.30 

3 


.42 

... 

1.05 

■05 

.15 

4 


... 


... | 



5 

.24 

■77 

.34 

1.76 

.24 

to 

o 

6 


.23 

.05 

.63 


.34 

7 

.85 

.43 

.09 

.64 

.63 


8 

.09 

• 06 


1.88 

.63 

.24 

9 


.20 


.80 

.58 


10 

1.23 


.85 

,53 

.17 

. . . 

11 

.78 

... 

.31 

1.53 

.03 

.10 

12 


... 

1.15 

.20 

.29 


13 

.07 


.54 

.07 

b 

CO 


14 


■32 

| 3.12 

... 



15 

12 

.20 

.10 

.80 

.79 

1.33 

16 

.05 

•56 

.75 


.03 

.56 

17 

.55 

... 

1 



.13 

18 





.30 


19 

i 


.58 


.12 

.03 

20 

o 

CO 

.03 

1.58 


1.45 

.56 

21 

.32 


•03 


.03 

.15 

22 

.74 

... 

.15 


.48 

.07 

23 

... 

... 

.60 

.24 j 


... 

24 

.67 

.29 

.20 


j .53 


25 

.44 

• 10 

.07 

.17 

.14 

.12 

26 


.03 

.32 

.23 

.03 

1.69 

27 


.18 

.14 

.09 

.07 


28 


•06 

03 

1 07 

.12 

.57 

29 


.03 


.35 

1.15 | 

.45 

30 


1 




... 

31 


... 




... 


6.26 

4.41 

11.10 

14.02 

8.15 

7.02 
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SUMMARY OF RAINFALL FOR 1919 



SINGAPORE. 

J’ENANG. 


No. of 

rainy 

clays. 

Longest 

spell 

without 

rain. 

No. of 
rainy 
days. 

Longest 

spell 

without 

rain. 

January - 

25 

3 

11 

5 

February 

15 

3 

4 

9 

March 

18 

3 

13 

| 7 

April 

21 

2 

19 

2 

May 

22 

2 

22 

2 

June 

If, 

2 

9 

9 

July 

19 

7 

15 

0 

August - 

13 

4 

17 

4 

September 

13 

5 

21 

2 

October • 

19 

4 

19 

7 

November 

21 

1 

24 

1 

December 

24 

2 

IS 

3 

Greatest amount in 24 hours ... 3 

.99 in 

3.12 

in. 

,, ,, 48 „ 

4 08 in. 

3.66 

in. 

,, ,, 72 „ 

4.27 in. 

4.81 

in. 














